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Message Text 


PAGE 01 NATO 07014 241354Z 

70 

ACTION EUR- 12 

INFO OCT-01 ISO-OO PM-04 NSC-05 SP-02 SS-15 CIAE-00 INR-07 

NSAE-00 L-03 /049 W 

022306 

R 241240Z DEC 75 
FM USMISSION NATO 

TO APPLIED PHYSICS LAB UNIV OF WA SEATTLE WA 

INFO SECSTATE WASHDC 5322 

SECDEF WASHDC 

AMEMBASSY OSLO 

USCINCEUR 

USNMR SHAPE 

UNCLAS USNATO 7014 

E.O. 11652: N/A 

TAGS: NATO, MARR, OTRA 

SUBJECT: REQUEST FOR VISIT APPROVAL 

REF: A. APPLIED PHYSICS LAB DTG 222320Z DEC 75 
B. APPLIED PHYSICS LAB DTG 232210Z DEC 75 

THE OFFICE OF THE DEFENSE ADVISOR, USNATO, DOES NOT HAVE 
AUTHORITY TO GRANT APPROVAL FOR VISIT REQUESTED IN REF A. 

WE HAVE SENT REF A AND REF B TO USCINCEUR AND AMEMBASSY 
OSLO FOR INFO/ACTION, AS APPROPRIATE. RECOMMEND YOU SEND 
FURTHER COMMUNICATIONS CONCERNING REQUESTED VISIT TO INFO 
ADDRESSEES ON THIS MESSAGE.BRUCE 

UNCLASSIFIED 
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Disposition Approved on Date: 
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Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NAT007014 

Document Source: ADS 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: n/a 

From: NATO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 290/abbrznoq. tel 

Line Count: 39 
Locator: TEXT ON-LINE 
Office: n/a 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: A. APPLIED PHYSICS LAB DTG 222320Z DEC 75 B. APPLIED PHYSICS LAB DTG 23221 0Z DEC 75 
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Review Authority: ElyME 

Review Comment: n/a 
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Status: NATIVE 

Subject: REQUEST FOR VISIT APPROVAL 
TAGS: NATO, MARR, OTRA 
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